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TOPHtJNTEK 1 



A Mantel of itiful 
proportions, in Jream 
White Marble. The 
carving is exce^itionally 
fine. 

From Runcorn, 
Cheshi e. 



G 121 MANTE . 

Shelf, 6' 7" wide, i' If' high. 
Opening, 4' 3" v^i e, 3' 10^" high. 
Body width, 6' 0 

G 122 

Old Steel Dog Grate, 2' 9" wide, 
2' 6" high. 

G 123 

Old Brass Bow Fender, 4' 5" long, 
6" high. 
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An Old Georgian Man- 
tel, in Statuary and 
Siena Marble. 

From Pippinfold Park, 
East Grinstead. 



G124 MANTEL. 

Shelf, 6' 6i^' wide, 4' 5'' high. 
Opening, 3' lOf" wide, 3' 41" 
high. Body width, 5' 9;^" 

G 125 

Old Brass Dog Grate, V 1" wide, 
2' 5i'/ high. 

G 126 

Old Brass Fender, V 10^" long, 
high. 



^ jr, HUMTEK 



Late 18^^ Century White 
Marble Mantel with 
Siena facing. 

t. om Mount eet, 
Gxosvenor Sq; are, 
London 



G 127 MANTEL. 

Shelf, 5' 91" wide, 4' 7^' high. 
Opening, 3' 6" wide, 3' 4^" high. 

G 128 

Georgian Brass Dog Grate, 3' U" 
wide, V 3r high. 

G 129 

Delicately Pierced Brass Fender, 
4' Qf" wide,- 6" high. 
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Old Statuary and Siena 
Marble Mantel with 
Chariot Centre Panel. 

From Mount Street, 
Grosvenor Square. 

'From t^ic sdnw house' cis 
Mantel- shoioi on opposite 
page.' 



G 130 MANTEL 

Shelf, 5' 9i" wide 4' 8^" high. 
Opening, 3" 5" wide, 3' 4^" high. 

G 131 

Old kish Engraved Brass Hob 
Grate, 3' 3^' wide, V 3^' high, 
1' Oi" deep. 

G 132 

Old Pierced Brass Fender, 3' 6^" 
wide, 5" high. 



CSiarming Old 'statuary 
arid Siena Marl ; Man^ 
tel 

Brom FiUroy Sq lare, 
London. 



G 133 MANTEL. 

Shelf, 5' 9.i'' wide, 4' 7^1" high. 
Opening, 3' 6'' .^ide, 3' 3^1" high. 
Body width, 5';|" 

G 134 ^^y', 

Georgian Brass Dog Grate, V 3" 
wide, 2' 3" high. 

G 135 

Old Pierced Brass F'ow Fender, 
3' 10" wide, 5f " hig 
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An Old White Marble 
Mantel of simple design, 
the flutes inlaid with 
Siena. 

From Rugeley, 
Staffordshire. 



G 136 MANTEL. 

Shelf, 5' 61" wide, 4' 8^" high. 
Opening, 3^ 5^" wide, .3' 7d" 
high. Body width, 5' Oi" 

G 137 

Queen Anne Brass Dog Grate, 
V wide, I' 4" high. 

G 138 

Serpentine Pierced Brass Fender 
3' 10" long, 5" high. 
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IMPORTANT STATUARY AND SIENA MARBLE MANTELPIECE FROM THE LIBRARY OF 
GROSVENOR HOUSE, PARK LANE, LONDON. 
Built in 1761 for the Duke of Gloucester, brother of King George III, Grosvenor House was until recently the residence of the Duke of Westminster. 

Shelf, 7^ 4" wide, 4' llf high. Opening, 4' 0" wide, 3' 6" high 

PRINTED IN ENGLAND 
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